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REPORT  ON  THE  STATUS  OF  OCCUPANCY  AND  OPERATION 
OF  STATE  COLLEGE  RESIDENCE  HALLS 
FALL  SEMESTER  -  SEPTEMBER  1982 


Univ3rsity  of  a^sssachusetts 

P^j%,2V>}iTf°^§''jf^  this  report  is  to  inform  the  Regents  and  the  Authority 
as  to  the  status  of  occupancy  in  State  College  Residence  Halls  and  to  report 
on  the  receipts  and  disbursements  of  Authority  Trust  Funds  established  for 
the  purpose  of  operating  and  maintaining  residence  halls. 

.  Occupancy 

Occupancy  rates  for  the  fall  semester  as  of  September  1982  have  been 
reported  by  each  of  the  colleges.     Schedule  I,  attached,  indicates  the  number 
and  rate  of  occupancy  at  residence  halls  by  college. 

The  survey  indicates  that  100.8  percent  of  the  total  residence  accommoda- 
tions are  occupied,  8487  of  8418  spaces.     The  degree  of  occiipancy  varies  among 
state  colleges  with  a  high  of  116.0  percent  at  Westfield  State  College  and  a 
low  of  92.0  percent  at  the  Maritime  Academy. 


College 

No.  of  Spaces 

Occupancy 

Occ.  Rate /Fall  Semester 

Bridgewater 

1358 

1345 

99.0% 

Fitchburg 

1118 

1105 

98.8 

Framingham 

1454 

1454 

100.0 

North  Adams 

1046 

981 

93.8 

Salem 

598 

598 

100.0 

Westfield 

1479 

1716 

116.0 

Worcester 

485 

478 

98.6 

Maritime  Academy 

880 

810 

92.0 

Totals 

8418 

8487 

100.8 

The  100.8  percent  fall  semester  occupancy  rate  exceeds  the  95.0  percent 
occupancy  goal  anticipated  for  financial  planning  purposes  this  academic  year. 
It  also  compares  favorably  with  last  year's  fall  semester  occupancy  rate  of 
101.8  percent. 


Revenue  Assessments 


Fall  term  revenue  receipts  from  State  College  Residence  Halls  are  estimated 
at  $3,901,497.     The  estimated  receipts  are  based  on  reported  occupancy  and  the 
approved  rent  schedule  for  the  1982-83  academic  year. 
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Notices  of  Assessments  against  these  revenues  for  expenses  and  reserves 
have  been  issued  to  each  college  in  accordance  with  the  following  schedule: 


Purpose 

First 
Proj  ect 

Twenty-first 
Proj  ect 

Total 

Debt  Service 
Authority  Expense 
Replacement  Reserve 
Maintenance  Reserve 

$  929,735.00 
125,064.00 
132,574.00 
302,179.00 

$1,038,381.00 
2,250.00 
91,899.00 
104,472.00 

$1,968,116.00 
127,314.00 
224,473.00 
406,651.00 

Total  Authority  Assessment 
Available  for  0.  &  M.  Expense 

$1,489,552.00 
724,313.50 

$1,237,002.00 
450,629.50 

$2,726,554.00 
1,174,943.00 

Total  Fall  Term  Receipts  (est.) 

$2,213,865.50 

$1,687,631.50 

$3,901,497.00 

Operation  and  Maintenance  Expenses 

The  Report  of  Dormitory  Operations  for  the  year  ended  June  30,  1982  is 
included  in  the  Audit  Report  of  June  30,  1982  previously  distributed  to  the 
Regents  and  Colleges. 

A  copy  of  the  Unaudited  Report  on  Dormitory  Operations  for  the  year 
ended  June  30,  1982  is  attached  as  Schedule  II.     It  indicates  that  the 
average  cost  per  occupant  is  $343.00  for  operations  and  maintenance  and  that 
the  combined  fund  balance  on  June  30,  1982  has  increased  by  $86,071,  (7.7%) 
since  June  30,  1981. 


SCHEDULE  I 

REPORTED  OCCUPANCY  RATES  FOR  STATE  COLLEGE  RESIDENCE  HALLS 
SEPTEMBER  1982 


RESIDENCE  HALLS 


NO.  OF  BEDS      NO.  OF  OCCUPANTS 


Bridgewater  State  College 
Great  Hill 
Pope  Hall 
Woodward  Hall 
Scott  Hall 
Apartments 
Sub-Totals 

Fitchburg  State  College 
Russell  Towers 
Aubuchon  Hall 
Herlihy  Hall 
Apartments 
Sub-Totals 

Framingham  State  College 
Lamed  Hall 
Linsley  Hall 
Corinne  Towers 
Horace  Mann 
Peirce  Hall 
O'Connor  Hall 
Foster  Hall 
Sub-Totals 

North  Adams  State  College 
Berkshire  Towers 
Hoosac  Hall 

Apartments-Phases  I  &  II 
Sub-Totals 

Salem  State  College 
Bowditch  Hall 
Peabody  Hall 
Sub-Totals 

Westfield  State  College 
Davis  Hall 
Dickenson  Hall 
Lammers  Hall 
Scanlon  Hall 
Apartments 
Sub-Totals 

Worcester  State  College 
Chandler  Village 

Maritime  Academy 


620 
160 
243 
143 
192 
1358 


405 
380 
141 
192 
1118 


345 
177 
437 
109 
101 
261 

 24 

1454 


320 
216 
510 
1046 


602 
165 
243 
143 
192 
1345 

405 
370 
140 
190 
1105 

345 
177 
437 
109 
101 
261 
24 
1454 


97.1 
103.1 
100.0 
100.0 
100.0 

99.0 


100.0 
97.4 
99.3 
99.0 
98.8 


100.0 
100.0 
100.0 
100.0 
100.0 
100.0 
100.0 
100.0 


100.0 
91.2 
91.0 
93.8 


100.0 
100.0 
100.0 


123.5 
117.0 
120.1 
117.5 
101.4 
116.0 


98.6 
92.0 


GRAND  TOTAL 


8418 


8487 


100.8 


MASSACHUSETTS  STATE  COLLEGE  BUILDING  AUTHORITY 
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GOVERHMEKT  W'lMENTS 

COLLECREEORT  on  the  status  of  occupancy  and  operation 
of  state  college  residence  halls 

|y|Qy     3  1987       SPRING  SEMESTER  -  FEBRUARY  1982 

T^e  ,piirppfsfe!cif  :i#ifS^^'^^  is  to  inform  the  Regents  and  the  Authority  as  to  the 

status  of  oqcupa^^yiGop^tate  College  Residence  Halls  and  to  report  on  the  receipts  and 
disbursements  of  Authority  Trust  Funds  established  for  the  purpose  of  operating  and 
maintaining  residence  hall  projects. 

Occupancy 

Occupancy  rates  for  the  spring  semester  have  been  reported  by  the  various 
colleges.  Schedule  I,  attached,  indicates  the  number  and  rate  of  occupancy  at 
residence  halls  at  each  of  the  state  colleges. 

The  survey  indicates  that  97.7  percent  of  the  total  residence  accommodations  are 
occupied,  8223  of  8418  spaces.     The  degree  of  occupancy  varies  among  state  colleges 
with  a  high  of  107.0  percent  at  Westfield  State  College  and  a  low  of  88.3  percent  at 
North  Adams  State  College. 


Occupancy  Rate 

College  No.  of  Spaces  Occupancy  Spring  Sem. /Academic  Year 


Bridgewater 

1358 

1336 

98.4 

98.8 

Fitchburg 

1118 

1094 

97.9 

98.8 

Framingham 

1454 

1370 

94.2 

94.7 

North  Adams 

1046 

924 

88.3 

94.8 

Salem 

598 

592 

99.0 

99.5 

Westfield 

1479 

1582 

107.0 

110.9 

Worcester 

485 

467 

96.3 

97.9 

Maritime  Academy 

880 

858 

97.5 

99.0 

Totals  8418  8223  97.7  99.7 

Spring  semester  occupancy  is  344  less  than  fall  semester  occupancy:  a  decrease 
of  4.0  percent.    The  average  occupancy  rate  for  the  1981-82  academic  year  is  99.7 
percent . 


Revenue  Assessments 


Spring  term  revenue  receipts  from  state  college  residence  halls  are  estimated  at 
$3,702,765.    The  estimated  receipts  are  based  oil  reported  occupancy  and  the  approved 
rent  schedule  for  the  1981-82  academic  year. 

Notice  of  assessments  against  these  revenues  for  expenses  and  reserves  has 
been  issued  to  each  college  in  accordance  with  the  following  schedule: 
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Twenty-first 


PurposG 

First  Project 

Proj  ect 

Total 

Dsbt  Ssrvice 
Debt  Service  Reserve 
Authority  Expense 
Rep  I3.C  GinGnt  Rgssitvg 
Maintenance  Reserve 

P  oily o^ 1 
177,480 
41,609 
104  0?0 
436,092 

135,326 
34,641 
80 ,973 

417!784 

<i1    99fi  Q9'^ 
9  ± , ZzO , J 

312,806 
76,250 
184,993 
85 3, '876 

Total  Assessment 

$1,436,548 

$1,218,302 

$2,654,850 

Available  for  0.  &  M. 
Expense  by  College 

644,144 

403,771 

1,047,915 

Total  Spring  Term 
Receipts-Est. 

$2,080,692 

$1,622,073 

$3,702,765 

Financial  Evaluation 

Rental  receipts  from  state  college  residence  halls  for  the  1981-82  academic  year 
are  $7,558,010.     This  amount  has  been  supplemented  by  HUD  Debt  Service  Grants  in  the 
amount  of  $211,890.    Receipts  exceeded  the  budgeted  amounts  by  $278,127.     These  funds 
have  been  credited  to  the  Maintenance  Reserves. 

A  comparison  of  revenue  receipts  to  budgeted  amounts  by  purpose  for  the  1981-82 
academic  year  follows: 

1981-82 

Budgeted  Actual  1981-82 

Purpose  Amounts  Receipts 

Debt  Service  $3,436,015  (a)  $3,354,259  (a) 

Debt  Service  Reserve                    312,806  312,806 

Authority  Expense                         275,000  222,100 

Replacement  Reserve                     364,822  381,678 

Maintenance  Reserve                  1,037,140  1,390,972 

0.  &  M.  Expense                        2,065,990  2,108,085  (b) 

Total  $7,491,773  $7,769,900 

(a)  Sum  includes  HUD  Debt  Service  Grants  of  $211,890. 

(b)  This  represents  the  aggregate  sum  of  1981-82  rent 
receipts  allocated  to  the  various  Authority  Trust  Funds 
at  each  of  the  state  colleges  to  cover  maintenance  and 
operating  expenses  for  the  academic  year. 


SCHEDULE  I 

REPORTED  OCCUPANCY  RATES  FOR  STATE  COLLEGE  RESIDENCE  HALLS 
FEBRUARY  1982 


RESIDENCE  HALLS 

Bridgewater  State  College 
Great  Hill 
Pope  Hall 
Woodward  Hall 
Scott  Hall 
Apartments 
Sub-Total 


NO.  OF  BEDS 


NO.  OF  OCCUPANTS 


620 
160 
243 
143 
192 
1358 


598 
164 
239 
143 
192 
1336 


%  OF  OCCUPANCY 


96.5 
102.5 

98.4 
100.0 
100.0 

98.4 


Fitchburg  State  College 
Russell  Towers 
Aubuchon  Hall 
Herlihy  Hall 
Apartments 
Sub-Total 


393 
370 
141 
190 
1094 


97.0 
97.4 
100.0 
99.0 
97.9 


Framingham  State  College 
Lamed  Hall 
Linsley  Hall 
Corinne  Towers 
Horace  Mann 
Peirce  Hall 
O'Connor  Hall 
Foster  Hall 
Sub-Total 


345 
177 
437 
109 
101 
261 

 24 

1454 


320 
164 
416 
104 
97 
249 

 20 

1370 


92.8 
92.7 
95.2 
95.4 
96.0 
95.4 
83.3 
94.2 


North  Adams  State  College 
Berkshire  Towers 
Hoosac  Hall 

Resourceful  Living  Center 
Apartments-Phases  I  &  II 
Sub-Total 


320 
216 
0 

510 
1046 


84.7 
94.0 

88.2 
88.3 


Salem  State  College 
Bowditch  Hall 
Peabody  Hall 
Sub-Total 


276 
322 
598 


270 

322 
592 


97.8 
100.0 
99.0 


Westfield  State  College 


Davis  Hall 

306 

329 

107.5 

Dickenson  Hall 

306 

314 

102.6 

Laramers  Hall 

294 

312 

106.1 

Scanlon  Hall 

285 

343 

120.4 

Apartments 

288 

284 

98.6 

Sub-Total 

1479 

1582 

107.0 

Worcester  State  College 

Chandler  Village 

485 

467 

96.3 

Maritime  Academy 

880 

858 

97.5 

GRAND  TOTAL 

8418 

8223 

97.7 
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REPORT  ON  THE  STATUS  OF  OCCUPANCY  AND  OPERATION 
OF  STATE  COLLEGE  RESIDENCE  HALLS 
FALL  SEMESTER  -  SEPTEMBER  1983 


this  report  is  to  inform  the  Regents  and  the  Authority 
as  to  the  status  of  occupancy  in  State  College  Residence  Halls  and  to  report 
on  the  receipts  and  disbursements  of  Authority  Trust  Funds  established  for  the 
purpose  of  operating  and  maintaining  residence  halls. 

Occupancy 

Occupancy  rates  for  the  fall  semester  as  of  September  1983  have  been 
reported  by  each  of  the  colleges.     Schedule  I,  attached,  indicates  the  number 
and  rate  of  occupancy  at  residence  halls  by  college. 

The  survey  indicates  that  103.0  percent  of  the  total  residence  accommodations 
are  occupied,  8674  of  8422  spaces.     The  degree  of  occupancy  varies  among  state 
colleges  with  a  high  of  116.9  percent  at  Westfield  State  College  and  a  low  of 
95.2  percent  at  the  Maritime  Academy. 

College  No.  of  Spaces  Occupancy         Occ .Rate/Fall  Semester 


Bridgewater 

1361 

1343 

98 . 7% 

Fitchburg 

1121 

1105 

98.6 

Framingham 

1454 

1483 

102.0 

North  Adams 

1044 

1050 

100.6 

Salem 

598 

631 

105.5 

Westf  ield 

1479 

1729 

116.9 

Worcester 

485 

495 

102.1 

Maritime  Academy 

880 

838 

95.2 

Total 

8422 

8674 

103.0% 

The  103.0  percent  fall  semester  occupancy  rate  exceeds  the  95.0  percent 
occupancy  goal  anticipated  for  financial  planning  purposes  this  academic  year. 
It  also  compares  favorably  with  last  year's  fall  semester  occupancy  rate  of 
100.3  percent. 


Revenue  Assessments 


Fall  term  revenue  receipts  from  State  College  Residence  Halls  are  estimated 
at  $4,284,752.     The  estimated  receipts  are  based  on  reported  occupancy  and  the 
proposed  rent  schedule  for  the  1983-84  academic  year. 
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Notices  of  Assessments  against  these  revenues  for  expenses  and  reserves 
have  been  issued  to  each  college  in  accordance  with  the  following  schedule: 


First  Twenty-first 

Purpose  Project  Project  Total 

Debt  Service                                   $    952,943  $1,010,488  $1,963,431 

Authority  Expense                                110,899  -0-  110,899 

Replacement  Reserve                            134,910  94,534  229,444 

Maintenance  Reserve                            353,869  111,922  465,791 

Total  Authority  Assessment           $1,552,621  $1,216,944  $2,769,565 

Available  for  0.&  M.  Expense             851.593  663,594  1,515.187 

Total  Fall  Term  Receipts  (est.)  $2.404.214  $1.880.538  $4,284,752 


Operation  and  Maintenance  Expenses 

A  copy  of  the  Unaudited  Report  on  Dormitory  Operations  for  the  year  ended 
June  30,  1983  is  attached  as  Schedule  II.     It  indicates  that  the  average  cost 
per  occupant  for  operations  and  maintenance  is  $419,  up  19.0%  over  1982  and  that 
the  combined  fund  balance  on  June  30,  1983  has  decreased  by  $44,750,   (3.7%)  since 
June  30,  1982. 
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SCHEDULE  I 

REPORTED  OCCUPANCY  RATES  FOR  STATE  COLLEGE  RESIDENCE  HALLS 
SEPTEMBER  1983 


RESIDENCE  HALLS 


NO.  OF  BEDS 


NO.  OF  OCCUPANTS 


%  OF  OCCUPANCY 


Bridgewater  State  College 

Great  Hill 

Pope  Hall 

Woodward  Hall 

Scott  Hall 

Apartments 
Sub-Totals 

Fitchburg  State  College 

Russell  Towers 

Aubuchon  Hall 

Herlihy  Hall 

Apartments 
Sub-Totals 

Framlngham  State  College 

Earned  Hall 

Linsley  Hall 

Corinne  Towers 

Horace  Mann 

Peirce  Hall 

O'Connor  Hall 

Foster  Hall 
Sub-Totals 

North  Adams  State  College 
Berkshire  Towers 
Hoosac  Hall 

Apartments-Phases  I  &  II 
Sub-Totals 

Salem  State  College 

Bowditch  Hall 

Peabody  Hall 
Sub-Totals 

Westfield  State  College 

Davis  Hall 

Dickenson  Hall 

Lammers  Hall 

Scanlon  Hall 

Apartments 
Sub-Totals 

Worcester  State  College 
Chandler  Village 

Maritime  Academy 


600 
165 
243 
143 
192 
1343 


405 
370 
140 
190 
1105 


356 
187 
447 
109 
101 
261 

 22 

1483 


326 
236 
488 
1050 

301 
330 
631 


1479 

485 
880 


96.8 
103.1 

98.8 
100.0 
100.0 

98.7 


100.0 
97.4 
97.2 
99.0 
98.6 


103.2 
105.7 
102.3 
100.0 
100.0 
100.0 
91.7 
102.0 


101.9 
109.3 
96.1 
100.6 


109.1 
103.1 
105.5 


116.3 
116.0 
125.5 
121.4 
105.2 
116.9 


102.1 
95.2 


GRAND  TOTAL 


8422 


8674 


103.0 


MASSACHUSETTS  STATE  COLLEGE  BUILDING  AUTHORITY 

250  STUART  STREET     •      BOSTON,  MASSACHUSETTS  02116     •     TELEPHONE  727-4560 


REPORT  ON  THE  STATUS  OF  OCCUPANCY  AND  OPERATION 

OF  STATE  COLLEGE  RESIDENCE  HALLS 
j'^'  SPRING  SEMESTER  -  FEBRUARY  1983 


I  The  purpose  of  th,:|s  report  is  to  inform  the  Regents  and  the  Authority  as  to  the 
status  of  pccupancy  in  State  College  Residence  Halls  and  to  report  on  the  receipts  and 
disbursements  of  Authority  Trust  Funds  established  for  the  purpose  of  operating  and 
maintaining  residence  hall  projects. 

Occupancy 

Occupancy  rates  for  the  spring  semester  have  been  reported  by  the  various  colleges. 
Schedule  I,  attached,  indicates  the  number  and  rate  of  occupancy  at  residence  halls  at 
each  of  the  state  colleges. 

The  survey  indicates  that  98.9  percent  of  the  total  residence  accommodations  are 
occupied,  8324  of  8418  spaces.    The  degree  of  occupancy  varies  among  state  colleges 
with  a  high  of  113.0  percent  at  Westfield  State  College  and  a  low  of  92.0  percent  at 
the  Maritime  Academy. 


Occupancy  Rate 


College 

No.  of  Spaces 

Occupancy 

Spring  Sem. /Academic  Year 

Bridgewater 

1358 

1338 

98.5 

98.8 

Fitchburg 

1118 

1082 

96.8 

97.8 

Framingham 

1454 

1407 

96.8 

98.4 

North  Adams 

1046 

995 

95.1 

94.5 

Salem 

598 

598 

100.0 

100.0 

Westfield 

1479 

1627 

110.0 

113.0 

Worcester 

485 

467 

96.3 

97.4 

Maritime  Academy 

880 

810 

92.0 

92.0 

Totals 

8418 

8324 

98.9 

99.9 

Spring  semester 

occupancy  is  163 

less  than  fall 

semester  occupancy; 

a  decrease 

of  1.9  percent.  The 

average  occupancy 

rate  for  the 

1982-83  academic  year 

is  99.9 

percent . 

Revenue  Assessments 

Spring  term  revenue  receipts  from  state  college  residence  halls  are  estimated  at 
$3,847,405.     The  estimated  receipts  are  based  on  reported  occupancy  and  the  approved 
rent  schedule  for  the  1982-83  academic  year. 

Notice  of  assessments  against  these  revenues  for  expenses  and  reserves  has 
been  issued  to  each  college  in  accordance  with  the  following  schedule: 
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Purpose 

Debt  Service 
Debt  Service  Reserve 
Authority  Expense 
Replacement  Reserve 
Maintenance  Reserve 

Total  Assessment 

Available  for  0.&  M. 
Expense  by  College 


First  Project 

$  679,312 
177,480 
43,307 
108,267 
426,669 

$  1,435,035 
730,301 


Twenty-first 
Project 

$  445,333 
135,326 


$  1,188,805 


Total  Spring  Term  Receipts/  $  2,165,336 
Est. 


493,264 


$  1,682,069 


Total 

$1,124,645 
312,806 
43,307 
192,373 
950,709 

$2,623,840 

1,223,565 
$3,847,405 


Financial  Evaluation 

Rental  receipts  from  state  college  residence  halls  for  the  1983-83  academic  year 
are  $7,748,902.     This  amount  has  been  supplemented  by  HUD  Debt  Service  Grants  in  the 
amount  of  $211,890.     Receipts  exceeded  the  budgeted  amounts  by  $225,086.    These  funds 
have  been  credited  to  the  Maintenance  Reserve  Funds. 


A  comparison  of  revenue  receipts  to  budgeted  amounts  by  purpose  for  the  1982-83 
academic  year  follows: 


Purpose 

Debt  Service 
Debt  Service  Reserve 
Authority  Expense 
Replacement  Reserve 
Maintenance  Reserve 
0.  &  M.  Expense 

Total 


1981-82 
Budgeted 
Amounts 

$3,433,490  (i 
312,806 
350,000 
377,000 
965,000 
2,297,410 

$7,735,706 


Actual  1981-82 
Receipts 


$3,304,651 
312,806 
170,621 
416,846 
1,357,360 
2,398,508 

$7,960,792 


(a) 


(b) 


(a)  Sum  includes  HUD  Debt  Service  Grants  of  $211,890. 

(b)  This  represents  the  aggregate  sum    of  $1982-83  rent 
receipts  allocated  to  the  various  Authority  Trust 
Funds  at  each  of  the  state  colleges  to  cover  maintenance 
and  operating  expenses  for  the  academic  year. 


SCHEDULE  I 

REPORTED  OCCUPANCY  RATES  FOR  STATE  COLLEGE  RESIDENCE  HALLS 
FEBRUARY  1983 


RESIDENCE  HALLS 


NO.  OF  BEDS 


NO.  OF  OCCUPANTS      %  OF  OCCUPANCY 


Bridgewater  State  College 
Great  Hill 
Pope  Hall 
Woodward  Hall 
Scott  Hall 
Apartments 
Sub-Total 


600 
165 
239 
143 
191 
1338 


96.8 
103.1 

98.4 
100.0 

99.5 

98.5 


Fltchburg  State  College 
Russell  Towers 
Aubuchon  Hall 
Herlihy  Hall 
Apartments 
Sub-Total 


405 
380 
141 
192 
1118 


383 
371 
139 
189 
1082 


94.6 
97.6 
98.6 
98.4 
96.8 


Framingham  State  College 
Earned  Hall 
Linsley  Hall 
Corinne  Towers 
Horace  Mann 
Peirce  Hall 
O'Connor  Hall 
Foster  Hall 
Sub-Total 


345 
177 
437 
109 
101 
261 

 24 

1454 


325 
172 
429 
108 
99 
254 

 20 

1407 


94.2 
97.2 
98.2 
99.1 
98.0 
97.3 
_83^ 
96.8 


North  Adams  State  College 
Berkshire  Towers 
Hoosac  Hall 

Apartments-Phases  I  &  II 
Sub-Total 


320 
216 
510 
1046 


324 
210 
461 
995 


101.3 
97.2 
90.4 
95.1 


Salem  State  College 
Bowditch  Hall 
Peabody  Hall 
Sub-Total 


276 
322 
598 


100.0 
100.0 
100.0 


Westfield  State  College 
Davis  Hall 
Dickenson  Hall 
Lammers  Hall 
Scanlon  Hall 
Apartments 
Sub-Total 


306 
306 
294 
285 
288 
1479 


357 
321 
339 
325 
285 
1627 


116.7 
104.9 
115.3 
114.0 
99.0 
110.0 


Worcester  State  College 
Chandler  Village 

Maritime  Academy 
GRAND  TOTAL 


485 
880 

8418 


467 
810 
8324 


96.3 
92.0 
98.9 


MASSACHUSETTS  STATE  COLLEGE  BUILDING  AUTHORITY 

136  LINCOLN  STREET*  BOSTON,  MASSACHUSETTS  02111  -  TELEPHONE  (617)  542-1081 


NOV  2 3  1987 REPORT  ON  THE  STATUS  OF  OCCUPANCY  AND  OPERATION 

OF  STATE  COLLEGE  RESIDENCE  HALLS 
•^,  r.t  M-QC-,rhll<^°HS     FALL  SEMESTER  -  SEPTEMBER  1984 

Depository  Copy 

The  purpose  of  this  report  is  to  inform  the  Regents  and  the  Authority 
as  to  the  status  of  occupancy  in  State  College  Residence  Halls  and  to  report 
on  the  receipts  and  disbursements  of  Authority  Trust  Funds  established  for 
the  purpose  of  operating  and  maintaining  residence  halls. 

Occupancy 

Occupancy  rates  for  the  fall  semester  as  of  September  1984  have  been 
reported  by  each  of  the  colleges.     Schedule  I,  attached,   indicates  the  number 
and  rate  of  occupancy  at  residence  halls  by  college. 


The  survey  indicates  that  103.3  percent  of  the  total  residence  accommoda- 


Occ. Rate/Fall  Semester 


tions  are  occupied, 

8696  of  8422  spaces. 

The 

degree  of  ( 

state  colleges  with 

a  high  of  117.2  percent  at 

;  Westfield 

low  of  91.1  percent 

at  the  Maritime  Academy. 

College 

No.  of  Spaces 

Occupancy 

Bridgewater 

1361 

1363 

Fitchburg 

1121 

1121 

Framingham 

1454 

1501 

North  Adams 

1044 

1065 

Salem 

598 

611 

Westf ield 

1479 

1734 

Worcester 

485 

499 

Maritime  Academy 

880 

802 

Total 

8422 

8696 

100.  27„ 
100.0 
103.2 
102.0 
102.2 
117.2 
102.9 
91.9 

103.3% 


The  103.3  percent  fall  semester  occupancy  rate  exceeds  the  95.0  percent 
occupancy  goal  anticipated  for  financial  planning  purposes  this  academic  year. 
It  also  compares  favorably  with  last  year's  fall  semester  occupancy  rate  of 
103.0  percent. 


Revenue  Assessments 


Fall  term  revenue  receipts  from  State  College  Residence  Halls  are  estimated 
at  $4,508,001.     The  estimated  receipts  are  based  on  reported  occupancy  and  the 
proposed  rent  schedule  for  the  1984-85  academic  year. 
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Notices  of  Assessments  against  these  revenues  for  expenses  and  reserves 
have  been  issued  to  each  college  in  accordance  with  the  following  schedule: 


Purpose 

First 
Project 

Twenty-first 
Project 

Total 

Debt  Service 
Authority  Expense 
Replacement  Reserve 
Maintenance  Reserve 

$  946,304 
145,827 
125,556 
278,207 

$1,066,470 
-0- 

99,847 
96,079 

$2,022,774 
145,827 
225,403 
374,286 

Total  Authority  Assessment 
Available  for  0  &  M  Expense 

$1,505,894 
1,005,155 

$1,262,396 
734,556 

$2,768,290 
1,739,711 

Total  Fall  Term  Receipts  (est.) 

$2,511,049 

$1,996,952 

$4,508,001 

Operation  and  Maintenance  Expenses 

A  copy  of  the  Unaudited  Report  on  Dormitory  Operations  for  the  year  ended 
June  30,   1984  is  attached  as  Schedule  II.     It  indicates  that  the  average  cost 
per  occupant  for  operations  ar.d  maintenance  is  $471  up  12.47o  over  1983  and  that 
the  combined  fund  balance  on  June  30,   1984  has  decreased  by  $5,600,  (.005%) 
since  June  30,  1983. 


SCHEDULE  I 

REPORTED  OCCUPANCY  RATES  FOR  STATE  COLLEGE  RESIDENCE  HALLS 
 SEPTEMBER- 1984 


RESIDENCE  HALLS 


NO.   OF  BEDS 


NO.   OF  OCCUPANTS 


Brldgewater  State  College 

Great  Hill 

Pope  Hall 

Woodward  Hall 

Scott  Hall 

Apartments 
Sub-Totals 

Fitchburg  State  College 

Russell  Towers 

Aubuchon  Hall 

Herlihy  Hall 

Apartments 
Sub-Totals 

Framingham  State  College 

Lamed  Hall 

Linsley  Hall 

Corinne  Towers 

Horace  Mann 

Peirce  Hall 

O'Connor  Hall 

Foster  Hall 
Sub-Totals 

North  Adams  State  College 
Berkshire  Towers 
Hoosac  Hall 

Aparments-Phases  I  &  II 
Sub-Totals 

Salem  State  College 

Bowditch  Hall 

Peabody  Hall 
Sub-Totals 

Westfield  State  College 

Davis  Hall 

Dickenson  Hall 

Lammers  Hall 

Scanlon  Hall 

Apartments 
Sub-Totals 

Worcester  State  College 
Chandler  Village 

Maritime  Academy 


100.0 
103.1 
98.8 
100.0 
100.0 
100.2 


100.0 
100.0 
100.0 
100.0 
100.0 


104.1 
106.8 
104.6 
100.0 
100.0 
101.2 
91.7 
103.2 


108.1 
104.6 
97.1 
102.0 


108.7 
96.6 
102.2 


118.0 
115.0 
122.8 
121.8 
108.7 
117.2 


102.9 
91.1 


GRAND  TOTAL 


8422 


8696 


103.3 


MASSACHUSETTS  STATE  COLLEGE  BUILDING  AUTHORITY 

250  STUART  STREET     •      BOSTON,  MASSACHUSETTS  02116      •     TELEPHONE  727-4560 


COLL 

NOV  23 '1987 


REPORT  ON  THE  STATUS  OF  OCCUPANCY  AND  OPERATION 
OF  STATE  COLLEGE  RESIDENCE  HALLS 
SPRING  SEMESTER  -  FEBRUARY  1984 


Tl\k^i-tj'3rtios^-'^  is  to  inform  the  Regents  and  the  Authority  as  to  the 

status  of  oce\ip'ancy  in  State  College  Residence  Halls  and  to  report  on  the  receipts  and 
disbursements  of  Authority  Trust  Funds  established  for  the  purpose  of  operating  and 
maintaining  residence  hall  projects. 


Occupancy 

Occupancy  rates  for  the  spring  semester  have  been  reported  by  the  various  colleges. 
Schedule  I,  attached,  indicates  the  number  and  rate  of  occupancy  at  residence  halls  at 
each  of  the  state  colleges. 


The  survey  indicates  that  99.9  percent  of  the  total  residence  accommodations  are 
occupied,  8410  of  8422  spaces.     The  degree  of  occupancy  varies  among  state  colleges 
with  a  high  of  112.7  percent  at  Westfield  State  College  and  a  low  of  90.9  percent  at 
the  Maritime  Academy. 


Occupancy  Rate 

College  No.  of  Spaces  Occupancy  Spring  Sem. /Academic  Year 


Bridgewater 

1361 

1323 

97.2% 

97.9% 

Fitchburg 

1121 

1089 

97.2 

97.9 

Framingham 

1454 

1426 

98.1 

100.0 

North  Adams 

1044 

1019 

97.6 

99.1 

Salem 

598 

599 

100.2 

102.8 

Westf  ield 

1479 

1667 

112.7 

114.8 

Worcester 

485 

487 

100.4 

101.2 

Maritime  Academy 

880 

800 

90.9 

93.1 

Totals 

8422 

8410 

99.9% 

101.4% 

Spring  semester  occupancy  is  264  less  than  fall  semester  occupancy;  a  decrease 
of  3.0  percent.     The  average  occupancy  rate  for  the  1983-84  academic  year  is  101.4 
percent,  up  1.5  percent  from  last  year. 


Revenue  Assessments 


Spring  term  revenue  receipts  from  state  college  residence  halls  are  estimated  at 
$4,182,107.     The  estimated  receipts  are  based  on  reported  occupancy  and  the  approved 
rent  schedule  for  the  1983-84  academic  year. 

Notice  of  assessments  against  these  revenues  for  expenses  and  reserves  has  been 
issued  to  each  college  in  accordance  with  the  following  schedule: 
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Purpose 

Debt  Service 
Debt  Service  Reserve 
Authority  Expense 
Replacement  Reserve 
Maintenance  Reserve 

Total  Assessment 

Available  for  0.  &  M. 
Expense  by  College 

Total  Estimated  Spring 
Term  Receipts 


First  Project 

$  671,839 
177,480 
46,770 
116,926 
462,834 

$  1,475,849 
862,659 
$  2,338,508 


Twenty-first 
Project 


Total 


$    455,896  $  1,127,735 

135,326  312,806 
46,770 

92,181  209,107 
543,441  1,006,275 


$1,226,844  $  2,702,693 

616,755  1,479,414 
$1,843,599  $  4,182,107 


Financial  Evaluation 

Rental  receipts  from  state  college  residence  halls  for  the  1983-84  academic  year 
are  $8,466,859.     This  amount  has  been  supplemented  by  HUD  Debt  Service  Grants  in  the 
amount  of  $211,890.     Receipts  exceeded  the  budgeted  amounts  by  $418,195.     These  funds 
have  been  credited  to  the  Maintenance  Reserve  Funds. 

A  comparison  of  revenue  receipts  to  budgeted  amounts  by  purpose  for  the  1983-84 
academic  year  follows 


Purpose 

Debt  Service 
Debt  Service  Reserve 
Authority  Expense 
Replacement  Reserve 
Maintenance  Reserve 
0.  &  M.  Expense 


Total 


1983-84 
Budgeted  Amounts 

$  3,433,038  (a) 
312,806 
343,000 
398,000 
965,000 
2,808,710 

$  8,260,554 


Actual  1983-84 
Receipts 


$  3,303,056  (a) 

312,806 

157,669 

438,551 
1,472,066 
2,994.601  (b) 

$  8,678,749 


(a)  Sura  includes  HUD  Debt  Service  Grants  of  $211,890. 

(b)  This  represents  the  aggregate  sum  of  1983-84  rent 
receipts  allocated  to  the  various  Authority  Trust 
Funds  at  each  of  the  state  colleges  to  cover 
maintenance  and  operating  expenses  for  the 
academic  year. 


SCHEDULE  I 

REPORTED  OCCUPANCY  RATES  FOR  STATE  COLLEGE  RESIDENCE  HALLS 
 FEBRUARY  1984  


RESIDENCE  HALLS 


NO.  OF  BEDS 


NO.  OF  OCCUPANTS 


%  OF  OCCUPANCY 


Bridgewater  State  College 
Great  Hill 
Pope  Hall 
Woodward  Hall 
Scott  Hall 
Apartments 
Sub-Total 


620 
160 
246 
143 
192 
1361 


588 
165 
235 
143 
192 
1323 


94.8 
103.1 

95.5 
100.0 
100.0 

97.2 


Fltchburg  State  College 
Russell  Towers 
Aubuchon  Hall 
Herlihy  Hall 
Apartments 
Sub-Total 


405 
380 
144 
192 
1121 


400 
363 
138 
188 
1089 


98.8 
95.5 
95.8 
97.9 
97.2 


Framingham  State  College 
Lamed  Hall 
Linsley  Hall 
Corinne  Towers 
Horace  Mann 
Peirce  Hall 
O'Connor  Hall 
Foster  Hall 
Sub -Total 


345 
177 
437 
109 
101 
261 
24 
1454 


96.8 

93.2 
102.8 

98.2 
100.0 

94.3 
100.0 

98.1 


North  Adams  State  College 
Berkshire  Towers 
Hoosac  Hall 

Apartments-Phases  I  &  II 
Sub-Total 


320 
216 
508 
1044 


330 
212 
477 
1019 


103.1 
98.2 
93.9 
97.6 


Salem  State  College 
Bowditch  Hall 
Peabody  Hall 
Sub -Total 


276 
322 
598 


277 
322 
599 


100.4 
100.0 
100.2 


Westfield  State  College 
Davis  Hall 
Dickenson  Hall 
Lammers  Hall 
Scanlon  Hall 
Apartments 
Sub-Total 


306 
306 
294 
285 
288 
1479 


336 
334 
349 
328 
320 
1667 


109.8 
109.2 
118.7 
115.1 
111.1 
112.7 


Worcester  State  College 
Chandler  Village 

Maritime  Academy 
GRAND  TOTAL 


485 
880 

8422 


487 
800 

8410 


100.4 
90.9 

99.9 


MASSACHUSETTS  STATE  COLLEGE  BUILDING  AUTHORITY 

136  LINCOLN  STREET  •  BOSTON,  MASSACHUSETTS  02111  -  TELEPHONE  (617)  542-108 


'        Pni  i  FP-^^^^^^^^  ON  THE  STATUS  OF  OCCUPANCY  AND  OPERATION 

bUlLtt!:Ull  OF  STATE  COLLEGE  RESIDENCE  HALLS 

 FALL  SEMESTER  -  SEPTEMBER  1985  

NOV  2  3  1987   

The  pujTjPtQ^fpf  this  report  is  to  inform  the  Regents  and  the  Authority 
'as  to  the  'status"^  of  occupancy  in  State  College  Residence  Halls  and  to 
tieport  on -'•''t^he  receipts  and  disbursements  of  Authority  Trust  Funds 
established  for  the  purpose  of  operating  and  maintaining  residence  halls. 


Occupancy 

Occupancy  rates  for  the  fall  semester  as  of  September  1985  have  been 
reported  by  each  of  the  colleges.  Schedule  I,  attached,  indicates  the 
number  and  rate  of  occupancy  at  residence  halls  by  college. 


The     survey     indicates     that     104.0    percent     of     the     total  residence 

accommodations  are  occupied,   8755  of  8422  spaces.     The  degree  of  occupancy 

varies  among  state  colleges  with  a  high  of  116.3  percent  at  Westfield 
State  College  and  a  low  of  84.3  percent  at  the  Maritime  Academy. 


College 

No.  of  Spaces 

Occupancy 

Occ. Rate/Fall  Semester 

Bridgewater 

1361 

1475 

108.47. 

Fitchburg 

1121 

1121 

100.0 

Framingham 

1454 

1540 

105.9 

North  Adams 

1044 

1054 

101.0 

Salem 

598 

612 

102.3 

Westfield 

1479 

1720 

116.3 

Worcester 

485 

491 

101.2 

Maritime  Academy 

880 

742 

84.3 

Totals 

8422 

8755 

104.07o 

The  104.0  percent  fall  semester  occupancy  rate  exceeds  the  95.0  percent 
occupancy  goal  anticipated  for  financial  planning  purposes  this  academic 
year.  It  also  compares  favorably  with  last  year's  fall  semester  occupancy 
rate  of  103.3  percent. 

Revenue  Assessments 


Fall  term  revenue  receipts  from  State  College  Residence  Halls  are 
estimated  at  $4,712,374.  The  estimated  receipts  are  based  on  reported 
occupancy  and  the  proposed  rent  schedule  for  the  1985-86  academic  year. 
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Notices  of  Assessments  against  these  revenues  for  expenses  and  reserves 
have  been  issued  to  each  college  in  accordance  with  the  following  schedule: 


Purpose 

First 
Project 

Twenty-first 
Project 

Total 

Debt  Service 
Authority  Expense 
Replacement  Reserve 
Maintenance  Reserve 

$  952,982 
53,455 
133,640 
397,807 

$1,061,289 
-0- 
101,982 
91,742 

$2,014,271 
53,455 
235,622 
489,549 

Total  Authority  Assessment 
Available  for  0  &  M  Expense 

$1,537,884 
1,134,865 

$1,255,013 
784,612 

$2,792,897 
1,919,477 

Total  Fall  Term  Receipts 

$2,672,749 

$2,039,625 

$4,712,374 

(estimated) 

Operation  and  Maintenance  Expenses 

A  copy   of   the   Unaudited   Report     on   Dormitory  Operations   for  the 
year   ended    June    30,    1985    is   attached   as   Schedule    II.      It    indicates  that 
the    average    cost    per    occupant    for   operations   and  maintenance    is    $509  up 
$8.07o   over    1984   and    that    the    combined    fund   balance   on   June    30,    1985  has 
increased  by  $24,518,   (2.1%)  since  June  30,  1984. 


SCHEDULE  I 

REPORTED  OCCUPANCY  RATES  FOR  STATE  COLLEGE  RESIDENCE  HALLS 
   SEPTEMBER- 1985  


RESIDENCE  HALLS 


NO.  OF  BEDS       NO.  OF  OCCUPANTS 


lo  OF  OCCUPANCY 


Bridgewater  State  College 

Great  Hill 

Pope  Hall 

Woodward  Hall 

Scott  Hall 

Apartments 
Sub-Totals 

Fitchburg  State  College 

Russell  Towers 

Aubuchon  Hall 

Herlihy  Hall 

Apartments 
Sub-Totals 

Framingham  State  College 

Larned  Hall 

Linsley  Hall 

Corinne  Towers 

Horace  Mann 

Peirce  Hall 

O'Connor  Hall 

Foster  Hall 
Sub-Totals 

North  Adams  State  College 
Berkshire  Towers 
Hoosac  Hall 

Apartments-Phases  I  &  II 
Sub-Totals 

Salem  State  College 

Bowditch  Hall 

Peabody  Hall 
Sub-Totals 

Westfield  State  College 

Davis  Hall 

Dickenson  Hall 

Lammers  Hall 

Scanlon  Hall 

Apartments 
Sub-Totals 

Worcester  State  College 
Chandler  Village 

Maritime  Academy 


620 
160 
246 
143 
192 
1361 

405 
380 
144 
192 
1121 

345 
177 
437 
109 
101 
261 

 24 

1454 

320 
216 
508 
1044 

276 
322 
598 

306 
306 
294 
285 
288 
1479 

485 
880 


118.1 
103.1 
98.8 
100.0 
100.0 
108.4 


100.0 
100.0 
100.0 
100.0 
100.0 


109.3 
110.2 
108.2 
98.2 
97.0 
103.1 
87.5 
105.9 


104.4 
106.0 
96.7 
101.0 


105.1 
100.0 
102.3 


117.6 
111.8 
123.1 
119.3 
109.7 
116.3 

101.2 
84.3 


GRAND  TOTAL 


8422 


8755 


104.0 


MASSACHUSETTS  STATE  COLLEGE  BUILDING  AUTHORITY 

136  LINCOLN  STREET  •  BOSTON,  MASSACHUSETTS  02111  -  TELEPHONE  (617)  542-1081 


MOV  23  1987 


REPORT  ON  THE  STATUS  OF  OCCUPANCY  AND  OPERATION 
OF  STATE  COLLEGE  RESIDENCE  HALLS 
SPRING  SEMESTER  -  FEBRUARY  1985 


T^;        The  purpose  of  ttril^  report  is  to  inform  the  Regents  and  the  Authority  as  to  the 
statu^  of  QCGypancy  in  State  College  Residence  Halls  and  to  report  on  the  receipts 
and  disbursements  of  Authority  Trust  Funds  established  for  the  purpose  of  operating 
and  maintaining  residence  hall  projects. 

Occupancy 

Occupancy  rates  for  the  spring  semester  have  been  reported  by  the  various 
colleges.  Schedule  I,  attached,  indicates  the  number  and  rate  of  occupancy  at 
residence  halls  at  each  of  the  state  colleges. 

The  survey  indicates  that  99.7  percent  of  the  total  residence  accommodations 
are  occupied,  8396  of  8422  spaces.     The  degree  of  occupancy  varies  among  state 
colleges  with  a  high  of  110.8  percent  at  Westfield  State  College  and  a  low  of 
86.9  percent  at  the  Maritime  Academy. 

Occupancy  Rate 


College 

No.  of  Spaces 

Occupancy 

Spring  Sem 

. /Academic  Year 

Bridgewater 

1361 

1344 

98.87o 

99.5 

Fitchburg 

1121 

1114 

99.4 

99.7 

Framingham 

1454 

1440 

99.0 

101.2 

North  Adams 

1044 

1004 

96.2 

99.1 

Salem 

598 

605 

101.2 

101.7 

Westfield 

1479 

1639 

110.8 

114.1 

Worcester 

485 

485 

100.0 

101.4 

Maritime  Academy 

880 

765 

86.9 

95.0 

Totals 

8422 

8396 

99 . 77o 

101.57. 

Spring  semester  occupancy  is 

300  1 

ess  than  fall 

semester  occupancy;  a  decrease 

of  3.6  percent. 

The  average  occupancy 

rate  for  the 

1984-85  academic 

year  is  101.5 

percent,  up  0.1 

percent  from  last 

year . 

Revenue  Assessments 


Spring  term  revenue  receipts  from  state  college  residence  halls  are  estimated 
at  $4,387,647.     The  estimated  receipts  are  based  on  reported  occupancy  and  the 
approved  rent  schedule  for  the  1984-85  academic  year. 


Notice  of  assessments  against  these  revenues  for  expenses  and  reserves  has 
been  issued  to  each  college  in  accordance  with  the  following  schedule: 
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Twenty- first 


Purpose 

First  Project 

Project 

Total 

Debt  Service 

$  664,799 

$  417,251 

$ 

1, 

,082,050 

Debt  Service  Reserve 

177    A SO 
III,  HO\J 

11^     Q  O  <i 

i J J , Jzb 

J  i / , oUO 

Authority  Expense 

150  028 

-0- 

150  028 

Replacement  Reserve 

121,609 

97,783 

219,392 

Maintenance  Reserve 

366,503 

584,791 

951,294 

Total  Assessment 

$1,480,419 

$1,235,151 

$ 

2, 

,715,570 

0  &  M 

951,601 

720,476 

\, 

,672,077 

Total  Estimated  Spring 

$2,432,020 

$1,955,627 

$ 

4 

,387,647 

Receipts 

Financial  Evaluation 


Rental  receipts  from  state  college  residence  halls  for  the  1984-85  academic 
year  are  $9,137,538.     This  amount  has  been  supplemented  by  HUD  Debt  Service  Grants 
in  the  amount  of  $211,890.     Receipts  exceeded  the  budgeted  amounts  by  $465,347. 
Budgeted  amounts  are  the  amounts  set  forth  in  the  Certificate  oi;  Projected  Expenses 
which  are  based  on  95.0  percent  occupancy.     Actual  receipts  are  based  on  the  reported 
occupancy  and  the  rental  rates  for  the  1984-85  academic  year.     A  comparison  of 
revenue  receipts  to  budgeted  amounts  by  purpose  for  the  1984-85  academic  year  follows: 


1984-85  Actual  1984-85 

Purpose  Budgeted  Amounts  Receipts 

Debt  Service  $     3,434,420  (a)              $     3,316,714  (a) 

Debt  Service  Reserve  312,806  312,806 

Authority  Expense  279,000  295,855 

Replacement  Reserve  423,200  474,795 

Maintenance  Reserve  965,000  1,325,580 

0.  &  M.  3,257,765  3,411,788  (b) 

Total  $     8,672,191  $  9,137.538 


(a)  Sum  includes  HUD  Debt  Service  Grants  of  $211,890. 

(b)  This  represents  the  aggregate  sum  of  1984-85  rent 
receipts  allocated  to  the  various  Authority  Trust 
Funds  at  each  of  the  state  colleges  to  cover 
maintenance  and  operating  expenses  for  the 
academic  year. 


SCHEDULE  I 

REPORTED  OCCUPANCY  RATES  FOR  STATE  COLLEGE  RESIDENCE  HALLS 
FEBRUARY  1985 


RESIDENCE  HALLS 


NO.   OF  BEDS 


NO.   OF  OCCUPANTS     %  OF  OCCUPANCY 


620 

Ann 

9  6 . 87o 

160 

i  O  J 

246 

243 

98.8 

143 

it  J 

100 . 0 

192 

193 

100.5 

1361 

1344 

98 . 87o 

405 

405 

100 . 07o 

380 

378 

99 . 5 

144 

141 

97 . 9 

192 

190 

99 . 0 

1121 

1114 

99.47o 

345 

345 

100 . 07o 

177 

171 

96.  6 

437 

448 

102 . 5 

109 

105 

96.3 

101 

99 

98. 0 

261 

250 

95.8 

24 

22 

91 . 7 

1454 

1440 

99 . 07o 

320 

330 

103.  l7o 

216 

209 

96 . 8 

508 

465 

91 . 5 

X044 

1004 

96 . 27o 

276 

280 

101.47o 

322 

325 

100. 9 

598 

605 

101 . 27o 

306 

348 

113.  77o 

306 

324 

105.9 

294 

330 

112.2 

285 

320 

112.3 

288 

317 

110.1 

1479 

1639 

110. 87„ 

485 

485 

100. 07o 

880 

765 

86 . 97c 

8422 

8396 

99.77o 

Bridgewater  State  College 
Great  Hill 
Pope  Hall 
Woodward  Hall 
Scott  Hall 
Apartments 
Sub-Total 

Fitchburg  State  College 
Russell  Towers 
Aubuchon  Hall 
Herlihy  Hall 
Apartments 
Sub-Total 

Framingham  State  College 
Larned  Hall 
Linsley  Hall 
Corinne  Towers 
Horace  Mann 
Peirce  Hall 
O'Connor  Hall 
Foster  Hall 
Sub-Total 

North  Adams  State  College 
Berkshire  Towers 
Hoosac  Hall 

Apartments-Phases  I  &  II 
Sub-Total 

Salem  State  College 
Bowditch  Hall 
Peabody  Hall 
Sub-Total 

Westfield  State  College 
Davis  Hall 
Dickenson  Hall 
Lammers  Hall 
Scanlon  Hall 
Apartments 
Sub-Total 

Worcestser  State  College 
Chandler  Village 

Maritime  Academy 

GRAND  TOTAL 
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REPORT  ON  THE  STATUS  OF  OCCUPANCY  AND  OPERATION 

OF  STATE  COLLEGE  RESIDENCE  HALLS  ^0\!  2^ 

FALL  SEMESTER  -  SEPTEMBER  1986  


The  purpose  of  this  report  is  to  inform  the  Regents  and  the  Authority 
as  to  the  status  of  occupancy  in  State  College  Residence  Halls  and  to  report 
on  the  receipts  and  disbursements  of  Authority  Trust  Funds  established  for 
the  purpose  of  operating  and  maintaining  residence  halls. 

Occupancy 

Occupancy  rates  for  the  fall  semester  as  of  September  1986  have  been 
reported  by  each  of  the  colleges.  Schedule  I,  attached,  indicates  the  number 
and  rate  of  occupancy  at  residence  halls  by  college. 

The  survey  indicates  that  103.2  percent  of  the  total  residence 
accomodations  are  occupied,  8690  of  8422  spaces.  The  degree  of  occupancy 
varies  among  state  colleges  with  a  high  of  115.3  percent  at  Westfield  State 
College  and  a  low  of  73.9  percent  at  the  Maritime  Academy.  Note  that  the 
occupancy  rate  at  the  Maritime  Academy  is  substantially  below  the  95%  rate 
on  which  revenues  are  projected  and  rents  established. 


College 

No.  of  Spaces 

Occupancy 

Occ.Ra«-e/Fall  Semester 

Bridgewater 

1361 

1513 

111.27o 

Fitchburg 

1121 

1121 

100.0 

Framingham 

1454 

1463 

100.6 

North  Adams 

1044 

1143 

109.5 

Salem 

598 

609 

101.8 

Westfield 

1479 

1706 

115.3 

Worcester 

485 

485 

100.0 

Maritime  Academy 

880 

650 

73.9 

Totals 

8422 

8690 

103 . 27o 

The  103.2  percent  fall  semester  occupancy  rate  exceeds  the  95.0  percent 
occupancy  goal  anticipated  for  financial  planning  purposes  this  academic  year. 
It  also  compares  favorably  with  last  year's  fall  semester  occupancy  rate  of 
104.0  percent. 

Revenue  Assessments 


Fall  term  revenue  receipts  from  State  College  Residence  Halls  are  estimated 
at  $4,846,036.  The  estimated  receipts  are  based  on  reported  occupancy  and 
the  proposed  rent  schedule  for  the     1986-87  academic  year. 
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Notices  of  Assessments  against  these  revenues  for  expenses  and  reserves 
have  been  issued  to  each  college  in  accordance  v/ith  the  following  schedule: 


PURPOSE 


AMOUNT 


Debt  Service  -  Interest 

Principal 
Reserve 

Property  Fund        -  General 

Capital  Improvements 
Rate  Stabilization  Fund 
Authority  Expense 


2,053,232 

-0- 

-0- 
232,586 
218,478 

-0- 
263,320 


Total  Authority  Assessment 

Fund  Available  for  0  &  M  Expense 


2,767,616 
2,078,420 


Total  Fall  Term  Receipts  (unaudited) 


$  4,846,036 


SCHEDULE  I 

REPORTED  OCCUPANCY  RATES  FOR  STATE  COLLEGE  RESIDENCE  HALLS 
  SEPTEMBER  -  1986   


RESIDENCE  HALLS 


NO.   OF  BEDS 


NO.  OF  OCCUPANTS 


7o  OF  OCCUPANCY 


Bridgewater  State  College 

Apartments  192 

Pope  Hall  160 

Scott  Hall  143 

Shea/Durgin  Hall  620 

Woodward  Hall  246 

Sub-Totals  1361 


206 
168 
162 
725 
252 
1513 


107.3% 

105.0 

113.3 

116.9 

102.4 

111.2 


Fitchburg  State  College 

Apartments  192 

Aubuchon  Hall  380 

Herlihy  Hall  144 

Russell  Towers  405 

Sub-Totals  1121 


192 
380 
144 
405 
1121 


100.0 
100.0 
100.0 
100.0 
100.0 


Framingham  State  College 

Corinne  Towers  437 

Foster  Hall  24 

Horace  Mann  Hall  109 

Larned  Hall  345 

Linsley  Hall  177 

O'Connor  Hall  261 

Pierce  Hall  101 

Sub-Totals  1454 


479 
18 
108 
320 
178 
260 
100 
1463 


109.6 
75.0 
99.1 
92.5 

100.6 
99.6 
99.6 

100.6 


North  Adams  State  College 

Berkshire  Towers 

Hoosac  Hall 

Townhouse s 
Sub-Totals 


381 
246 
516 
1143 


119.1 
113.9 
101.6 
109.5 


Salem  State  College 
Bowditch  Hall 
Peabody  Hall 

Sub-Totals 


276 
322 
598 


102.9 
100.9 
101.8 


Westfield  State  College 

Apartments  288 

Davis  Hall  306 

Dickinson  Hall  306 

Lammers  Hall  294 

Scanlon  Hall  285 

Sub-Totals  1479 


320 
324 
354 
364 
344 
1706 


111.1 
105.9 
115.7 
123.8 
120.7 
115.3 


Worcester  State  College 
Chandler  Village 


Maritime  Acad 


emy 


GRAND  TOTALS 


485 
650 
8690 


100.0 
73.9 
103.2 


MASSACHUSETTS  STATE  COLLEGE  BUILDING  AUTHORITY 

136  LINCOLN  STREET  •  BOSTON,  MASSACHUSETTS  02111  'TELEPHONE  (617)  542-1081 


Gi 


MOV  23 1987 


REPORT  ON  THE  STATUS  OF  OCCUPANCY  AND  OPERATION 
OF  STATE  COLLEGE  RESIDENCE  HALLS 
SPRING  SEMESTER  -  FEBRUARY  1986 


.  ^    The    purpj3,§;^'nU£EU6his    report    is    to    inform   the   Regents   and    the  Authority 
USi^^to   the   st^t^;^j  of  occupancy  in  State  College  Residence  Halls  and  to  report 
Dhe  '-^r'ecelpts    and    disbursements    of   Authority   Trust    Funds    established  for 


on    Dtte    receipts    and    disbursements    or  Authority 
the  purpose  of  operating  and  maintaining  residence  halls. 


Occupancy 

Occupancy  rates  for  the  spring  semester  have  been  reported  by  the  various 
colleges.  Schedule  I,  attached,  indicates  the  number  and  rate  of  occupancy 
at  residence  halls  at  each  of  the  state  colleges. 


The  survey  indicates  that  98.9  percent  of  the  total  residence 
accommodations  are  occupied,  8330  of  8422  spaces.  The  degree  of  occupancy 
varies  among  state  colleges  with  a  high  of  109.8  percent  at  Westfield  State 
College  and  a  low  of  80.3  percent  at  the  Maritime  Academy. 

Occupancy  Rate 

College  No.  of  Spaces      Occupancy  Spring  Sem. /Academic  Year 


Bridgewater 

1361 

1382 

101. 57o 

105, 

,07o 

Fitchburg 

1121 

1104 

98.5 

99. 

,2 

Framingham 

1454 

1410 

97.0 

101, 

,4 

North  Adams 

1044 

1020 

97.7 

99, 

.3 

Salem 

598 

598 

100.0 

101, 

.2 

Westfield 

1479 

1624 

109.8 

113, 

.0 

Worcester 

485 

485 

100.0 

100 

.6 

Maritime  Academy 

880 

707 

80.3 

82 

.3 

Total 

8422 

8330 

98.9?o 

101 

.47o 

Spring  semester  occupancy  is  425  less  than  fall  semester  occupancy;  a 
decrease  of  4.9  percent.  The  average  occupancy  rate  for  the  1985-86  academic 
year  is  101.4  percent,  down  0.1  percent  from  last  year. 

Revenue  Assessments 

Spring  term  revenue  receipts  from  State  College  Residence  Halls  are 
estimated  at  $4,512,615.  The  estimated  receipts  are  based  on  reported 
occupancy  and  the  approved  rent  schedule  for  the  1985-86  academic  year. 

Notices  of  Assessments  against  these  revenues  for  expenses  and  reserves 
have   been   issued   to   each   college    in   accordance  with   the   following  schedule: 
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Purpose 

First  Project 

Twenty- first 
Project 

Total 

Debt  Service 
Debt  Service  Reserve 
Authority  Expense 
Replacement  Reserve 
Maintenance  Reserve 

$  850,774.00 
-0- 
50,441.00 
126,103.00 
379,851.00 

$  403,345.00 
135,325.00 
-0- 
99,532.00 
575,020.00 

$1,254,119 
135,325 
50,441 
225,635 
954,871 

Total  Authority  Assessment 
Available  for  0  &  M  Expense 

$1,407,169.00 
1,114,866.50 

$1,213,222.00 
777,357.50 

$2,620,391 
1,892,224 

Total  Estimated  Spring  Receipts 

$2,522,035.50 

$1,990,579.50 

$4,512,615 

Financial  Evaluation 

Rental  receipts  from  state  college  residence  halls  for  the  1985-86 
academic  year  are  $9,224,989.  This  amount  has  been  supplemented  by  HUD  Debt 
Service  Grants  in  the  amount  of  $211,890.  Receipts  exceeded  the  budgeted 
amounts  by  $464,648.  Budgeted  amounts  are  th°  amounts  set  forth  in  the 
Certificate  of  Projected  Expenses  which  are  based  on  95.0  percent  occupancy. 
Actual  receipts  are  based  on  the  reported  occupancy  and  the  rental  rates  for 
the  1985-86  academic  year.  A  comparison  of  revenue  receipts  to  budgeted 
amounts  by  purpose  for  the  1985-86  academic  year  follows: 


Purpose 

1985-86 
Budgeted  Amounts 

Actual  1985-86 
Receipts 

Debt  Service 

$3,612,720  (a) 

$3,480,280  (a) 

Debt  Service  Reserve 

135,325 

135,325 

Authority  Expense 

250,800 

103,896 

Replacement  Reserve 

414,300 

461,257 

Maintenance  Reserve 

965,000 

1,444,420 

0.  &  M. 

3,594,085 

3,811,701  (b) 

Total 

$8,972,231 

$9,436,879 

(a)     Sum  includes  HUD  Debt  Service  Grants  of  $211,890. 


(b)     This  represents  the  aggregate  sum  of  1985-86  rent 
receipts  allocated  to  the  various  Authority  Trust 
Funds  at  each  of  the  state  colleges  to  cover 
maintenance  and  operating  expenses  for  the 
academic  year. 


SCHEDULE  I 

REPORTED  OCCUPANCY  RATES  FOR  STATE  COLLEGE  RESIDENCE  HALLS 
 FEBRUARY  1986 


RESIDENCE  HALLS 


NO.  OF  BEDS       NO.  OF  OCCUPANTS    %  OF  OCCUPANCY 


Bridgewater  State  College 

Great  Hill 

Pope  Hall 

Woodward  Hall 

Scott  Hall 

Apartments 
Sub-Total 


639 
165 
243 
143 
192 
1382 


103 .  l7o 
103.1 
98.8 
100.0 
100.0 
101.5 


Fitchburg  State  College 

Russell  Towers 

Aubuchon  Hall 

Herlihy  Hall 

Apartments 
Sub-Total 


399 
369 
146 
190 
1104 


98.5 
97.1 
101.4 
99.0 
98.5 


Framingham  State  College 

Larned  Hall 

Linsley  Hall 

Corinne  Towers 

Horace  Mann 

Peirce  Hall 

O'Connor  Hall 

Foster  Hall 
Sub-Total 


345 
177 
437 
109 
101 
261 
24 
1454 


318 
170 
449 
104 
101 
245 

 23 

1410 


92.2 
96.0 

102.7 
95.4 

100.0 
93.9 
95.8 
97.0 


North  Adams  State  College 
Berkshire  Towers 
Hoosac  Hall 

Apartments-Phases  I  &  II 
Sub-Total 


320 

216 
508 
1044 


335 
207 
478 
1020 


104.7 
95.8 
94.1 
97.7 


Salem  State  College 
Bowditch  Hall 
Peabody  Hall 

Sub-Total 


276 

322 
598 


101. 
99. 


100.0 


Westfield  State  College 

Davis  Hall 

Dickinson  Hall 

Lammers  Hall 

Scanlon  Hall 

Apartments 
Sub-Total 


306 
306 
294 
285 
288 
1479 


347 
320 
318 
320 
319 
1624 


113.4 
104.6 
108.2 
112.3 
110.8 
109.8 


Worcester  State  College 
Chandler  Village 

Maritime  Academy 
GRAND  TOTAL 


485 


880 
8422 


485 


707 
8330 


100.0 

80.3 
98.9 
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REPORT  ON  THE  STATUS  OF  OCCUPANCY  AND  OPERATION 

OF  STATE  COLLEGE  RESIDENCE  HALLS  ^^^tijQJ^ 


SPRING  SEMESTER  -  FEBRUARY  1987 


The    purpose    of    this    report    is    to    inform   the   Regentg-''-ancl-?the^  Authority 
as   to   the   status   of  occupancy  in  State  College  Residence  Hallsr  and  to  r.eportri^rj 
on    the    receipts    and    disbursements    of   Authority   Trust    Funds  estabTi"shed-^4^r 
the  purpose  of  operating  and  maintaining  residence  halls. 

Occupancy 

Occupancy  rates  for  the  spring  semester  have  been  reported  by  the  various 
colleges.  Schedule  I,  attached,  indicates  the  number  and  rate  of  occupancy 
at  residence  halls  at  each  of  the  state  colleges. 

The  survey  indicates  that  99.6  percent  of  the  total  residence 
accommodations  are  occupied,  8395  of  8422  spaces.  The  degree  of  occupancy 
varies  among  state  colleges  with  a  high  of  111.7  percent  at  Westfield  State 
College  and  a  low  of  69.4  percent  at  the  Maritime  Academy.  Occupancy  ac  the 
Maritime  Academy  has  declined  substantially  from  95.0%  in  1985  to  82.3%  in 
1986  and  71.6%  in  1987. 


Occupancy  Rate. 

College  No.  of  Spaces      Occupancy  Spring  Sem. /Academic  Year 


Bridgewater 

1361 

1483 

108.9% 

110.0% 

Fitchburg 

1121 

1103 

98.3 

99.1 

Framingham 

1454 

1412 

97.1 

98.8 

North  Adams 

1044 

1053 

100.8 

105.1 

Salem 

598 

598 

100.0 

100.9 

Westfield 

1479 

1653 

111.7 

113.5 

Worcester 

485 

482 

99.3 

99.6 

Maritime  Academy 

880 

611 

69.4 

71.6% 

Total 

8422 

8395 

99.6% 

101.4% 

Spring  semester  occupancy  is  295  less  than  fall  semester  occupancy;  a 
decrease  of  3.3  percent.  The  average  occupancy  rate  for  the  1986-87  academic 
year  is  101.4  percent,   the  same  rate  as  last  year. 

Revenue  Assessments 

Spring  term  revenue  receipts  from  State  College  Residence  Halls  are 
estimated  at  $4,715,051.  The  estimated  receipts  are  based  on  reported 
occupancy  and  the  approved  rent  schedule  for  the  1986-87  academic  year. 


Notices  of  Assessments  against  these  revenues  for  expenses  and  reserves 
have   been    issued    to   each   college    in   accordance  with   the   following  schedule: 
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Purpose  Amount 

Debt  Service      -       Interest  $  1,425,368 

Principal  -0- 

Reserve  450,863 

Property  Fund     -      General  458,479 

Capital  Improvements  221,087 

Rate  Stabilization  Fund  -0- 

Authority  Expense    94 , 300 

Total  Authority  Assessment  $  2,650,097 

Fund  Available  for  0  &  M  Expense  2,064,934 

Total  Spring  Receipts  (unaudited)  $  4, / 15, 051 


Financial  Evaluation 

Rental  receipts  from  state  college  residence  halls  for  the  1986-87 
academic  year  are  $9,561,087.  This  amount  has  been  supplemented  by  KUD  Debt 
Service  Grants  in  the  amount  of  $211,890.  Receipts  are  less  than  the  budgeted 
amounts  by  $1,300,460.  Budgeted  amounts  are  the  amounts  set  forrVi  in  the 
Certificate  of  Projected  Expenses  which  are  based  on  95.0  percent  occupancy. 
Actual  receipts  are  based  on  the  reported  occupancy  and  the  rental  rates  for 
It  the    1986-87    academic    year.      A    comparison    of    revenue    receipts    to  budgeted 

amounts  by  purpose  for  the  1986-87  academic  year  follows: 


Purpose 

1987 

Budgeted  Amount 

1987 

Receipt; 

s 

Debt  Service  -  Interest 

$  4,655,526  (a) 

$ 

3, 

,690,490 

(a) 

-  Principal 

-0- 

-0- 

-  Reserve 

450,863 

450,863 

Property  Fund-  General 

1,065,000 

691,065 

Capital  Improvements 

456,600 

439,565 

Rate  Stabilization  Fund 

-0- 

-0- 

Authority  Expense 

478,000 

357,620 

Operating  &  Maintenance  Expens 

e  3,967,446 

4 

,143,374 

(b) 

Total 

$11,073,437 

$ 

9 

,772,977 

(c) 

(a)  Sum  includes  HUD  Debt  Service  Grants  of  $211,890. 

(b)  This  represents  the  aggregate  sum  of  1986-87  rent 
receipts  allocated  to  the  various  Authority  Trust 
Funds  at  each  of  the  state  colleges  to  cover 
maintenance  and  operating  expenses  for  the 
academic  year. 

(c)  Bond  proceeds  from  the  1986  bond  refinancing  have 
been  applied  to  meet  actual  expenses. 


SCHEDULE  I 

REPORTED  OCCUPANCY  RATES  FOR  STATE  COLLEGE  RESIDENCE  HALLS 
 FEBRUARY  1987   


RESIDENCE  HALLS 


NO.   OF  BEDS 


NO.  OF  OCCUPANTS  7o  OF  OCCUPANCY 


Bridgewater  State  College 

Great  Hill 

Pope  Hall 

Woodward  Hall 

Scott  Hall 

Apartments 
Sub-Total 

Fltchburg  State  College 

Russell  Towers 

Aubuchon  Hall 

Herlihy  Hall 

Apartments 
Sub-Total 

Framingham  State  College 

Larned  Hall 

Linsley  Hall 

Corinne  Towers 

Horace  Mann 

Pierce  Hall 

O'Connor  Hall 

Foster  Hall 
Sub-Total 

North  Adams  State  College 
Berkshire  Towers 
Hoosac  Hall 

Apartments-Phases  I  &  II 
Sub-Total 

Salem  State  College 

Bowditch  Hall 

Peabody  Hall 
Sub-Total 

Westfield  State  College 

Davis  Hall 

Dickinson  Hall 

Lammers  Hall 

Scanlon  Hall 

Apartments 
Sub-Total 

Worcester  State  College 
Chandler  Village 

Maritime  Academy 
GRAND  TOTAL 


485 

880 
8422 


482 


115.3 
105.0 
101.2 
112.5 
98.9 
108.9 


99.0 
97.8 
97.2 
98.9 
98.3 


92.7 
93.2 
103.6 
98.1 
99.0 
95.4 
75.0 
97.1 


102.8 
105.5 
97.6 
100.8 


101.1 
99.1 
100.0 


100.6 
108.1 
122.1 
115.7 
112.8 
111.7 


99.3 

69.4 
99.6 
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